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PIANO ON TOURNAMENT ALL-STAR 
TEAM 


Hamilton native, Mike Piano has been selected to the All-Tournament 
team in the prestigious Micron College Hockey Tournament held 
January 9th and 10th at Concordia University. 


The Concordia forward was a stand-out in the Stinger's opening round 

3-1 victory over the University of Illinois and was the pick of 

the Stingers in Saturday's 7-1 loss to the Nation's top University team, 
the Brandon Bobcats, in the Championship game. 


A second year Commerce student, Piano currently has 17 goals and 15 
assists in 26 games, good for 4th place on the Stingers scoring list. 
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